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DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Utilization  of  Geothermal  Resources— 
Power  Plant  Siting 

agency:  Bureau  of  Land  Management. 
Interior. 

action:  Final  rulemaking. 

summary:  This  final  rulemaking 
provides  the  basis  for  the  utilization  of 
geothermal  resources  for  the  generation 
of  electricity  by  establishing  a  procedure 
for  licensing  electric  power  sites  on 
geothermal  resource  leases  under  the 
provisions  of  the  Geothermal  Steam  Act 
of  1970. 

DATE:  Effective  May  4, 1979. 

ADDRESS:  Director  (210),  Bureau  of  Land 
Management.  1800  C  Street.  NW., 
Washington.  D.C.  20240. 

FOR  FURTHER  INFORMATION  CONTACT: 
Robert  C.  Bruce.  202-343-6735. 
SUPPLEMENTARY  INFORMATION:  Proposed 
rulemaking  was  published  in  the  Federal 
Register  on  March  23, 1978,  and 
provided  for  a  45  day  comment  period. 
Eleven  comments  were  received  during 
that  period.  Two  of  the  comments  came 
from  States,  three  from  industry,  four 
from  Federal  agencies,  one  from  an 
environmental  group  and  one  from  a 
private  citizen  interested  in  the  subject. 

One  comment  received  on  §  3250.5-2 
requested  language  that  would 
recognize  the  Forest  Service  as  the 
responsible  agency  for  permitting  use  of 
National  Forest  System  lands  for  a 
geothermal  powerplant.  The  section  was 
amended  to  provide  that  the  authorized 
officer  must  obtain  the  agreement  of  the 
Forest  Service  with  respect  to  specific 
site  selection  before  granting  a  license 
on  such  lands.  However,  the  right  of 
agreement  cannot  be  exercised  to  the 
extent  that  it  precludes  reasonable 
utilization  of  the  resource.  This,  in 
addition  to  the  requirement  that  the 
terms  and  conditions  of  the  Forest 
Service  must  be  included  in  the  license, 
assures  that  the  Forest  Service  retains 
adequate  control  over  the  lands  they 
administer  while  recognizing  the 
authority  of  the  Secretary  of  the  Interior 
to  administer  leases  and  licenses. 

The  comments  recognized  the  need  for 
the  rulemaking  so  that  the  utilization  of 
developed  geothermal  resources  could 
proceed  and  make  a  contribution  to’ 
satisfying  the  Nation's  need  for  energy. 
Another  general  comment  set  out  the 
need  for  maximum  possible  conformity 
between  these  regulations  and  those  in 
title  30  of  the  Federal  Code  of 


Regulations  so  that  there  would  be  no 
jurisdictional  conflicts  to  delay  the 
issuance  of  licenses.  The  development 
of  this  rulemaking  has  been  closely 
coordinated  with  the  U.S.  Geological 
Survey  so  that  jurisdictional  conflicts 
will  not  be  a  problem. 

A  comment  suggested  that  the  term 
“power  plant  site”  be  amended  by 
including  the  words  “utility  service 
lines,  transmission  lines”  as  part  of  the 
definition.  The  suggested  change  was 
adopted  to  make  it  clear  that  those 
facilities  are  included  in  the  power  plant 
site.  However,  it  should  also  be  made 
clear  that  a  right-of-way  grant  under 
title  5  of  the  Federal  Land  Policy  and 
Management  Act  of  1976  (43  LJ.S.C.  1761 
et  seq.),  will  be  required  for  those 
facilities  if  they  are  not  owned  by  the 
builder  of  the  power  plant  and  are  not 
confined  solely  to  the  site.  Any  utility 
service  line  or  transmission  line  that 
comes  onto,  crosses,  or  goes  ofl  the  site 
for  the  purpose  of  supplying  power  to 
the  site  or  carrying  generated  power  off 
the  site,  even  for  that  part  on  the  power 
plant  site,  will  require  a  right-of-way 
grant  from  the  Bureau  of  Land 
Management  or  the  Forest  Service  for 
National  Forest  System  Lands. 

Several  comments  were  received  on 
the  Applications  section  of  the  proposed 
rulemaking.  One  pointed  out  that 
§  3250.1-1  was  vague  as  to  the  number 
of  wells  that  must  be  completed  on  a 
lease  before  an  application  for  a  power 
site  could  be  made.  This  is  a  valid  point 
and  the  rulemaking  has  been  amended 
to  make  it  clear  that  completion  of  one 
producing  well  is  sufflcient  for  the  filing 
of  an  application. 

The  discussion  of  maps  in  §  3250.1- 
1(d)(2)  drew  two  comments.  One 
comment  felt  that  the  rulemaking  should 
be  modified  to  make  it  clear  that  the 
maps  are  for  informational  purposes 
only.  The  section  is  clear  and  the  maps, 
which  ran  be  updated  if  the  applicant 
feels  it  appropriate,  can  be  used  for  any 
purpose  the  authorized  officer  wants. 
The  second  comment  on  the  map  section 
requested  that  the  same  words  added  to 
the  definition  of  “power  plant  site”  be 
added  to  this  section  so  that  the  utility 
service  and  transmission  lines  would  be 
shown  on  the  maps.  It  is  agreed  that  this 
is  needed  to  bring  this  section  into 
conformity  with  the  change  made  in  the 
definition  section. 

One  comment  objected  to  the 
provisions  of  §  3250.1-l(d)(3)  which 
require  the  applicant  to  show  w  hether 
the  power  plant  is  interconnected  with 
other  facilities  and  the  end  use  of  the 
power  generated.  This  proviston  is  being 
retained  because  the  authorized  officer 
needs  as  complete  a  picture  of  the 


project  as  he  can  obtain  so  that  he  can 
analyze  the  project's  impact,  both 
present  and  future,  on  the  public  lands. 

A  few  comments  were  directed  at 
§  3250.2,  the  section  dealing  with  action 
on  the  application.  A  couple  of 
comments  suggested  that  a  time  limit  be 
imposed  on  the  authorized  offlcer  for 
action  on  a  license  application.  The 
importance  of  development  of 
geothermal  steam  resources  is 
recognized  by  the  Bureau  of  Land 
Management  and  its  managers.  Every 
effort  will  be  made  to  expedite  action  on 
applications  for  power  plant  sites,  but  at 
the  same  time,  there  is  no  way  to  predict 
how  complicated  the  processing  of  an 
application  for  a  power  plant  site, 
including  an  environmental  analysis, 
might  be.  Therefore,  it  would  be 
impractical  to  impose  a  deflnite  time 
limit  for  action  on  an  application. 

Some  of  the  comments  pointed  out  the 
fact  that  paragraphs  (b)  and  (c)  of 
§  3250.2  seem  to  be  out  of  place  and 
would  fit  better  under  other  sections  of 
the  rulemaking.  This  analysis  has  merit 
and  paragraphs  (b)  and  (c)  have  been 
rewrritten  and  moved  to  §  3250.6-2,  the 
section  dealing  with  license  provisions. 

Section  3250.3,  the  environmental 
analysis  section,  drew  a  number  of 
comments.  A  couple  of  the  comments 
wanted  language  in  the  section  requiring 
consultation  with  other  Federal 
agencies.  States  and  local  entities  on  the 
environmental  analysis  effort.  This  was 
the  intent  and  a  new  paragraph  (b)  has 
been  inserted  in  the  section  to  make  the 
point  clear.  Another  comment  on  this 
section  suggested  that  the  section  should 
outline  the  environmental  analysis 
procedure,  including  who  should  supply 
the  environmental  data.  The  Bureau  of 
Land  Management  manual  outlines  the 
procedure  to  be  followed  by  the 
authorized  officer  in  the  environmental 
analysis.  The  rulemaking  should  not  set 
these  procedural  matters,  since  they 
could  vary  from  case  to  case.  The 
authorized  officer  will  work  with  the 
applicant  and  all  other  sources  to 
determine  the  best  method  of  developing 
an  environmental  analysis  on  each 
application. 

A  comment  w'as  received  on  §  3250.4-1 
suggesting  that  the  size  of  an 
experimental  plant  be  increased  to  50 
MW  and  the  maximum  life  be  extended 
to  10  years.  This  suggestion  w'as  not 
adopted  because  the  intent  of  this 
section  is  to  allow  the  building  of  a 
small  experimental  plant  for  proving  the 
geothermal  resource  is  sufficient  to 
support  a  commercial  operation.  The 
size  and  time  authorized  in  the 
rulemaking  are  sufficient  for  that 
purpose.  Another  suggested  amendment 
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to  this  section  was  inclusion  of  language 
making  it  clear  that  a  license  must  be 
obtained  for  an  experimental  plant  if  its 
life  extends  beyond  its  initial  five  year 
operation  and  that  an  application  for  a 
license  for  a  power  plant  may  be  filed 
during  the  initial  five  year  period  of  its 
operation.  It  is  agreed  that  the  suggested 
amendment  would  clarify  the  section 
and  it  was  adopted. 

A  comment  on  |  3250.4-2 
recommended  that  the  section  be 
written  to  make  its  intent  clear.  After 
restudying  the  section,  it  was  amended 
to  clarify  its  purpose.  A  word  was  added 
to  the  title  of  the  section  making  it  clear 
that  the  well  production  is  what  is  being 
utilized. 

A  comment  on  §  3250.5-1  stated  that 
some  guidelines  should  be  set  for  the 
consent  required  by  the  section,  so  that 
an  agency  for  whom  the  lands  have 
been  withdrawn  could  not  unreasonably 
withhold  its  consent  to  the  license.  This 
provision  has  been  changed  in  the 
rulemaking  to  make  it  clear  that  we  only 
consult  with  other  agencies  as  to  the  use 
of  the  surface  of  lands  under  geothermal 
resource  lease.  When  an  agency 
consents  to  the  leasing  of  its  lands  for 
geothermal  resources,  it  agrees  to  the 
use  of  those  lands  for  all  related 
purposes,  including  development.  The 
authorized  officer  will  work  with  all 
concerned  agencies  in  an  effort  to 
overcome  any  objections  they  might 
have  by  providing  special  terms  and 
conditions  in  the  license  that  will  meet 
the  agencies*  objections. 

The  one  comment  received  on 
§  3250.5-2  wanted  language  inserted  in 
the  section  that  would  give  the  Forest 
Service  authority  to  issue  a  separate 
permit  of  its  own  for  a  power  plant  on 
leased  Forest  Service  lands.  The  section 
gives  the  Forest  Service  adequate 
protection  by  providing  that  the 
authorized  officer  shall  include  in  the 
license  the  terms  and  conditions  that  the 
Forest  Service  considers  necessary. 

Analysis  of  §  3250.5-4  led  to  a  rewrite 
of  the  section.  The  section  as  it 
appeared  in  the  proposed  rulemaking 
was  confusing  and  the  rewrite  reduces 
that  confusion. 

The  comments  received  on  §  3250.6 
requested  that  the  construction  permit 
required  by  paragraph  (b)  be  defined 
with  more  certainty.  This  change  was 
adopted  and  language  was  added  to 
specify  the  type  of  permit  that  is 
required. 

As  stated  earlier  in  our  discussion  of 
§  3250.2.  our  review  of  §  3250.6-2 
resulted  in  a  rewrite  of  the  section.  First, 
the  title  was  changed  to  include  not  only 
the  term  of  a  license  but  other 
provisions  that  are  part  of  a  license. 


Included  in  the  retitled  section  are  two 
paragraphs  that  were  moved  from 
§  3250.2  and  rewritten  to  fit  the  new 
section.  This  newly  titled  section 
contains  the  requirements  that  will  be 
part  of  every  license  and  puts  those 
items  in  one  place  in  the  rulemaking, 
making  it  more  convenient  for  the  using 
public. 

Several  comments  were  received  on 
§  3250.6-3,  the  section  dealing  with  the 
annual  rental.  Most  of  the  comments 
were  directed  to  the  reassessment 
provided  for  in  the  section.  The  section 
has  been  amended  to  further  clarify  the 
responsibility  of  the  authorized  officer  in 
carrying  out  his  reassessment 
responsibility.  The  reassessment 
authority  is  needed  to  be  sure  that  fair 
market  value  is  received  for  use  of  the 
lands. 

A  number  of  comments  were  made  on 
the  bonding  provisions  of  the  proposed 
rulemaking.  For  the  most  part,  the 
comments  were  directed  to  the  amount 
of  the  bond,  the  authority  to  reassess  the 
amount  and  the  time  fi-ame  of  any 
reassessments.  There  was  also  some 
concern  about  arbitrary  action  on 
bonding  by  the  authorized  officer.  Only 
editorial  changes  have  been  made  in 
this  section.  The  section  sets  out  the 
bonding  authority  and  how  it  is  to  be 
exercised.  On  the  question  of  arbitrary 
action  by  the  authorized  officer,  not  only 
here,  but  in  other  sections,  the 
rulemaking  provides  administrative 
remedy  through  an  appeal  for  any  action 
that  a  member  of  the  public  feels  is 
arbitrary.  BLM’s  managers  strive  to 
serve  the  public  in  a  fair  and  equitable 
way,  but  occasionally,  they  take  action 
that  may  seem  arbitrary  to  those  falling 
under  the  authority  of  the  rulemaking.  In 
tho.se  instances,  parties  feeling  that  they 
have  been  wronged  can  appeal  the 
action  so  that  a  determination  can  be 
made. 

Section  3250.9.  the  section  on 
relinquishment,  expiration  or 
cancellation  of  license  drew  a  number  of 
comments.  One  comment  wanted  the 
authority  to  revoke  reserved  for  the 
Secretary  of  the  Interior  rather  than 
being  in  the  hands  of  the  authorized 
officer.  Another  comment  wanted  the 
language  of  the  section  requiring  the 
removal  of  property  from  a  license  area 
to  be  changed  so  that  the  remov  al  is  at 
the  discretion  of  the  authorized  officer. 

A  third  comment  wanted  a  time  frame 
set  within  which  the  right  of  revocation 
could  be  exercised.  A  final  comment 
recommended  that  the  rulemaking  be 
amended  to  contain  some  definition  of 
what  is  satisfactory  restoration  of  the 
license  area.  All  of  these  comments 
were  carefully  considered  during  the 


analysis  of  this  section.  The  section  was 
rewritten  as  a  result  of  the  analysis, 
including  a  change  in  its  title.  The 
changes  include  a  number  of  the 
suggestions  made  in  the  comments. 

Editorial  changes  and  corrections 
have  been  made  as  necessary. 

The  principal  author  of  this  final 
rulemaking  is  Doris  A.  Koivula,  Chief, 
Branch  of  Upland  Mineral  Leasing, 
Bureau  of  Land  Management,  assisted 
by  the  staff  of  the  Division  of  Mineral 
Resources  and  the  Division  of 
Legislation  and  Regulatory 
Management. 

It  is  determined  that  the  publication  of 
this  final  rulemaking  is  not  a  major 
Federal  action  significantly  affecting  the 
quality  of  the  human  environment  and 
that  no  detailed  statement  is  required 
pursuant  to  section  102(2)(C)  of  the 
National  Environmental  Protection  Act 
of  1969  (42  U.S.C.  4332(2)(C)). 

The  Department  of  the  Interior  has 
determined  that  this  document  is  not  a 
significant  regulatory  action  requiring 
the  preparation  of  a  regulatory  analysis 
under  Executive  Order  12044. 

Under  the  authority  of  the  Geothermal 
Steam  Act  of  1970  (30  U.S.C.  1001-1025), 
it  is  proposed  to  amend  Croup  3200, 
Subchapter  C,  Chapter  II.  Title  43  of  the 
Code  of  Federal  Regulations  by  adding 
Part  3250  as  set  forth  below. 

Gary  |.  Wicks, 

Acting  Assistant.  Snretary  of  the  Interior. 

March  28. 1979. 

PART  3250— UTILIZATION  OF 
GEOTHERMAL  RESOURCES 

Subpart  3250— Utilization  of  Geothemal 
Resources  Through  Licensing  of  Power 
Plant  Sites 

Sec. 

3250.0-1  Purpose. 

3250.0-3  Authority. 

3250.0-5  Definitions. 

3250.0-6  Policy. 

3250.1  Applications. 

3250.1- 1  Requirements  for  application. 

3250.1- 2  Showing  of  citizenship. 

3250.2  Action  on  application. 

3250.3  Environmental  analysis. 

3250.4  Actions  not  requiring  a  license. 

3250.4- 1  Research  and  demonstration 
projects. 

3250.4- 2  Individual  well  production 
utilization. 

3250.5  Action  required  on  designated  lands. 

3250.5- 1  Withdrawn  or  reserved  lands. 

3250.5- 2  Lands  under  the  jurisdiction  of  the 
Forest  Service. 

3250.5- 3  l,ands  subject  to  section  24  of  the 
Federal  Power  Act. 

3250.5- 4  Lands  not  subject  to  license. 

3250.6  Licenses. 

3250.6- 1  Area  cov  ered  by  license. 

3250.6- 2  License  provisions. 

3250.6- 3  Annual  rental. 

3250.7  Bonds. 
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3250.8  Assignments  and  transfers. 

3250.9  Relinquishment,  expiration  or 
termination. 

Authority:  Secs.  3  and  24,  Geothermal  Steam 
Act  of  1970  (30  U.S.C.  1001-1025). 

Subpart  3250— Utilization  of 
Geothermal  Resources  Through 
Licensing  of  Power  Plant  Sites 
§  3250.0-1  Purpose. 

The  purpose  of  this  subpart  is  to 
establish  procedures  for  the  utilization 
of  Federal  lands  under  geothermal  lease 
by  persons  who  have  purchased  or 
otherwise  acquired  the  production  of 
geothermal  steam  and  geothermal 
resources  for  the  purpose  of  generating 
electric  power. 

§  3250.0-3  Authority. 

These  regulations  are  issued  pursuant 
to  the  Geothermal  Stream  Act  of  1970 
(30  U.S.C.  1001-1025)  which  authorizes 
the  Secretary  of  the  Interior  to  prescribe 
rules  and  regulations  for  the 
development,  utilization,  and 
conserv'ation  of  geothermal  steam 
resources,  protection  of  the  public 
interest,  prevention  of  waste,  and 
protection  of  water  quality  and  other 
environmental  qualities.  The  right  to  use 
land  under  geothermal  lease  for  the 
purpose  of  generating  electric  power 
may  be  exercised  only  in  accordance 
with  these  regulations. 

§3250.0-5  Definitions. 

As  used  in  this  subpart,  the  term: 

(a)  “Licensee”  means  the  individual, 
partnership,  corporation,  association, 
municipality  or  governmental  unit  which 
is  authorized  to  use  public  lands  for  the 
construction  of  facilities  and  utilization 
of  geothermal  resources  pursuant  to  this 
subpart. 

(b)  “Authorized  officer”  means  any 
employee  of  the  Bureau  of  Land 
Management  who  has  been  delegated 
the  authority  to  perform  the  duties 
described  in  this  subpart. 

(c)  “Proper  BLM  office”  means  the 
State  office  of  the  Bureau  of  Land 
Management  which  administers  the  land 
subject  to  the  geothermal  lease. 

(d)  “Power  plant  site”  means  that 
tract  of  Federal  land  under  geothermal 
lease  authorized  for  use  for  a  power 
plant  including  but  not  limited  to 
substations,  switch  yards,  waste 
disposal  qnd  storage  facilities,  utility 
service  lines,  transmission  lines  and 
appurtenant  structures. 

(e)  “Joint  Utilization  Agreement” 
means  the  arrangement  between  the 
holder  of  a  geothermal  resource  lease 
and  a  third  party  for  utilization  of 
geothermal  steam  and  associated 
geothermal  resources  produced  from  a 


leasehold,  for  operation  of  power 
generating  facilities. 

(f)  "Federal  Geothermal  Lease”  means 
a  lease  issued  under  the  Geothermal 
Steam  Act  of  1970  pursuant  to  the 
leasing  regulations  contained  in  Part 
3200  of  this  Title. 

(g)  “Producible  well”  means  a  well 
capable  of  producing  geothermal  steam 
or  geothermal  resources  in  commercial 
quantities  as  defined  in  30  CFR  270.2  (m) 
and  (n). 

§3250.0-6  Policy. 

It  is  the  policy  of  this  Department  to 
encourage  the  development  and 
utilization  of  geothermal  resources 
leased  under  the  Geothermal  Steam  Act 
of  1970  in  an  environmentally 
acceptable  manner.  Granting  of  a  lease 
carries  an  implied  right  to  reasonable 
access  and  land  use  for  development. 
The  provisions  of  these  regulations  shall 
be  applied,  however,  in  order  to  assure 
reasonable  compatibility  of  a  power 
plant  site  with  other  authorized  uses 
and  resource  values  of  the  land. 

§  3250.1  Applications. 

§  3250. 1-1  Requirements  for  application. 

Any  lessee  or  any  party  to  a  joint 
utilization  agreement  or  a  sales  contract 
who  has  completed  a  producible  well  or 
w'ells  and  desires  a  license  to  use  the 
surface  of  lands  under  Federal 
geothermal  lease  for  construction  of  an 
electric  generating  plant,  other  than  as 
provided  in  30  CFR  270  and  §  3250.4  of 
this  subpart,  shall  file  an  application  for 
such  license  with  the  authorized  officer. 

(a)  An  application  for  a  license  shall 
be  filed  in  duplicate  in  the  proper  BLM 
office. 

(b)  Each  application  must  be 
accompanied  by  a  non-refundable  fee  of 
$50. 

(c)  No  specific  form  is  required. 

(d)  Each  application  shall  include: 

(1)  A  description  of  the  land  applied 
for  by  legal  subdivision,  section, 
township  and  range,  or  by  approved 
protraction  surveys,  if  applicable.  If  the 
lands  have  not  been  surveyed,  the  lands 
shall  be  described  by  metes  and  bounds, 
giving  courses  and  distances  between 
the  successive  angle  points  on  the 
boundary  of  the  tract  and  connected  by 
courses  and  distances  to  an  official 
corner  of  the  public  land  surveys  or  a 
prominent  readily  identifiable 
geographic  location.  The  approximate 
acreage  involved  shall  be  included  as 
part  of  the  description. 

(2)  A  map  or  maps  showing  the 
boundaries  of  the  site  and  the  location— 
and  dimensions  of  buildings,  cooling 
lowers  or  ponds,  waste  disposal  or 


storage  sites,  switch  yards,  roads, 
pipelines,  utility  service  lines, 
transmission  lines,  and  all  other 
structures  or  facilities  to  be  used  in 
connection  with  the  utilization  of  the 
geothermal  steam  and  associated 
geothermal  resources.  In  addition,  the 
authorized  officer  may  require  maps 
showing  the  general  location  of 
proposed  facilities  to  be  used  in 
connection  with  the  power  plant  site  but 
outside  the  license  area. 

(3)  A  description  of  the  proposed 
power  plant,  including  the  number  and 
capacity  of  prime  movers  and 
generators  proposed  to  be  installed, 
initially  and  ultimately,  together  with 
similar  pertinent  information  about  any 
substations  included  in  the  facility.  A 
prime  mover  is  a  machine  (turbine)  that 
converts  a  natural  force  into  productive 
power.  The  application  shall  show 
whether  the  proposed  power  plant  is  to 
be  interconnected  with  other  generating 
facilities  owned  by  the  applicant  or 
others,  and  whether  the  power 
generated  is  to  be  sold  to  others  or  used 
by  the  applicant  for  its  own  commercial 
or  industrial  purposes. 

(4)  A  copy  of  any  joint  utilization 
agreement  or  sales  contract  entered  into 
with  a  Federal  geothermal  lessee  or 
lessees  and  the  applicant  for  the 
utilization  of  geothermal  steam  and 
associate  geothermal  resources. 

(5)  A  statement  showing  the  amount 
of  merchantable  timber,  if  any.  to  be  cut, 
removed  or  destroyed  in  the 
construction  of  the  proposed  plant  or 
facility,  and  a  statement  of  agreement  to 
deposit  with  the  Bureau  of  Land 
Management,  in  advance  of  contraction, 
the  dollar  amount  as  determined  by  the 
authorized  officer  to  be  the  full 
stumpage  value  of  the  timber  to  be  cut, 
removed  or  destroyed. 

§  3250.1-2  Showing  of  citizenship. 

Licenses  shall  be  issued  only  to 
citizens  of  the  United  States, 
associations  of  such  citizens, 
corporations  organized  under  the  laws 
of  the  United  States,  any  State  or  the 
District  of  Columbia  or  governmental 
units,  including,  without  limitation, 
municipalities.  Applicants  shall  make 
showings  of  citizenship  as  follows: 

(a)  Individuals  shall  furnish  a 
statement  of  their  citizenship. 

(b)  Associations  of  individuals, 
including  a  partnership,  shall  furnish  a 
copy  of  the  articles  of  association,  if 
any.  The  application  must  be  signed  by 
each  member  of  the  association,  and  be 
accompanied  by  a  statement  of 
citizenship  of  each  member. 

(c)  Corporations.  (1)  A  private 
corporation  shall  furnish  a  copy  of  its 
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charter  or  articles  of  incorporation,  duly 
certified  by  the  proper  State  official  of 
the  State  where  the  corporation  was 
organized,  and  a  copy  of  the  resolution 
or  by-laws  authorizing  the  proposed 
action. 

(2)  A  corporation,  other  than  a  private 
corporation,  including  a  municipality  or 
governmental  unit  shall  file  (i)  a 
statement  showing  that  it  is  authorized 
to  construct  and  operate  a  plant  for 
utilization  of  geothermal  steam  or 
associated  geothermal  resources;  (ii)  a 
statement  that  the  officer  executing  the 
application  is  authorized  to  act  on 
behalf  of  the  applicant;  and  (iii)  a  copy 
of  its  governing  body's  resolution 
authorizing  such  action. 

(3)  When  a  corporation  is  operating  in 
a  State  other  than  the  State  in  which  it 
was  incorporated,  it  shall  submit  a 
certificate  of  the  Secretary  of  State  or 
other  proper  official  of  the  State  in 
which  it  is  operating,  asserting  that  the 
corporation  has  complied  with  the  laws 
of  that  State  governing  foreign 
corporations  to  the  extent  required  to 
entitle  the  corporation  to  operate  in  such 
State. 

(4)  If  a  corporation  has  previously 
filed  with  the  Bureau  of  Land 
Management  the  papers  required  in  this 
section,  the  requirements  shall  be  held 
to  be  met  if.  in  making  a  subsequent 
application,  specific  reference  is  made 
to  such  previous  filing  by  date,  place 
and  case  number. 

§  3250.2  Action  on  application. 

Where  the  authorized  officer 
determines  that  an  application  is 
incomplete  or  not  in  conformity  with  the 
law  or  regulations,  he  shall  notify  the 
applicant  of  the  debciencies  and  provide 
an  opportunity  for  correction  of  the 
deficiency. 

§  3250.3  Environmental  analysis. 

The  authorized  officer,  in  cooperation 
with  the  U.S.  Geological  Survey,  shall 
conduct  a  technical  examination/ 
environmental  analysis  in  connection 
with  an  application  for  a  license  filed 
under  this  subpart. 

(a)  The  technical  examination  shall 
include  an  evaluation  of  the  impacts  of 
the  operation  covered  by  the  license  on 
other  land  uses,  resources  or  land 
management  programs  on  or  adjacent  to 
the  area  covered  by  the  license  in  order 
to  determine  the  appropriate  terms  and 
conditions  to  be  incorporated  in  such 
license,  as  well  as  consultation  with 
State  and  local  jurisdications  as  may  be 
appropriate. 

(b)  The  environmental  analysis  shall 
be  performed  in  cooperation  or 
consultation  with  such  Federal,  State 


and  local  authorities  as  may  be 
appropriate. 

(c)  The  environmental  analysis  shall 
include  an  analysis  of  the  impact  of  the 
proposed  operations  set  forth  in  the 
application  and  a  determination  as  to 
whether  an  environmental  impact 
statement  (EIS)  is  required. 

§  3250.4  Action  not  requiring  a  license. 

§3250.4-1  Research  and  demonstration 
projects. 

A  research  and  demonstration 
(R.  &  D.)  project  sited  on  a  Federal 
geothermal  lease  consisting  of  a  power 
generating  facility  of  not  more  than  20 
MW’s  electrical  capacity  and  with  a 
maximum  life  of  five  years  from  the  date 
the  facility  becomes  operational  will  not 
require  a  license  under  the  regulations 
of  this  subpart.  An  R.  &  D.  permit  for  a 
facility  of  20  MW's  or  less  shall  be 
obtained  from  the  Area  Geothermal 
Supervisor  under  the  provisions  of  30 
CFR  Part  270.  In  the  event  an  R.  &  D. 
project  is  proposed  to  be  retained  for 
commercial  operation  after  the  initial 
five-year  period,  a  license  shall  be 
obtained  under  this  subpart.  Application 
for  such  a  license  may  be  submitted 
prior  to  construction  or  at  any  time 
during  the  5  year  permitted  life  period  of 
the  R.  &  D.  project  if  conversion  of  the 
facility  to  a  power  plant  is  contemplated 
during  the  permit  period.  R.  &  D.  permits 
granted  under  30  CFR  270  shall  conform 
to  the  provisions  of  §  3200.0-8  of  this 
Title. 

§  3250.4-2  Individual  well  production 
utilization. 

A  license  shall  not  be  required  for  the 
purpose  of  installing  a  facility  for  testing 
or  utilization  of  the  production  from  an 
individual  well  for  either  electrical 
power  generation  or  any  non-electrical 
beneficial  use.  In  order  to  install  such 
facility,  a  permit  shall  be  obtained  from 
the  Area  Geothermal  Supervisor,  U.S. 
Geological  Survey  under  the  provisions 
of  30  CFR  Part  270.  Permits  granted 
under  30  CFR  Part  270  shall  conform  to 
the  provisions  of  §  3200.0-8  of  this  Title. 
However,  a  license  shall  be  required  for 
any  substation  or  facility  for 
transmission  or  lease  of  more  than  10 
MW'  maximum  output. 

§  3250.5  Action  required  on  designated 
lands. 

§  3250.5- 1  Withdrawn  or  reserved  lands. 

(a)  Where  the  land  sought  for  a  power 
plant  site  utilizing  geothermal  steam  or. 
associated  geothermal  resources  is 
withdrawn  or  reserved  for  the  use  of  a 
Federal  Agency  other  than  Interior,  the 
authorized  officer  shall  consult  with 


such  other  agency  before  the  license  is 
issued.  The  license  shall  include  any 
terms  and  conditions  required  by  the 
surface  managing  agency. 

(b)  Where  the  land  sought  for  a  power 
plant  site  utilizing  geothermal  resources 
is  withdrawn  or  reserved  for  the  use  of 
an  Interior  agency,  the  authorized  officer 
shall  consult  with  such  agency  before 
the  license  is  issued.  The  license  shall 
include  any  terms  and  conditions 
deemed  appropriate  by  the  authorized 
officer. 

§  3250.5-2  Lands  under  the  jurisdiction  of 
the  Forest  Service. 

Where  the  land  sought  for  a  power 
plant  site  utilizing  geothermal  resources 
is  on  any  National  Forest  System  lands, 
the  authorized  officer  shall  consult  with 
and  obtain  the  agreement  of  the  Forest 
Service  regarding  the  specific  site 
selection  before  the  license  is  issued. 

The  license  shall  include  terms  and 
conditions  required  by  the  Forest 
Service  for  protection  of  National  Forest 
resources  and  for  multi-use 
management. 

§  3250.5-3  Land  subject  to  section  24  of 
the  Federal  Power  Act. 

Where  the  land  sought  for  a  power 
plant  site  utilizing  geothermal  steam  or 
associated  geothermal  resources  is 
subject  to  the  provisions  of  section  24  of 
the  Federal  Power  Act.  as  amended  (16 
U.S.C.  818],  the  license  shall  be  issued 
subject  to  such  terms  and  conditions  as 
the  Federal  Energy  Regulatory 
Commission,  Department  of  Energy,  may 
prescribe. 

§  3250.5-4  Lands  not  subject  to 
application. 

No  license  shall  be  issued  for  lands 
which  are  not  subject  to  leasing  for 
development  of  geothermal  resources, 
including,  but  not  limited  to,  lands: 

(a)  Administered  as  part  of  the 
national  park  system, 

(b)  Within  a  national  recreation 
system. 

(c)  Within  a  fish  hatchery 
administered  by  the  Secretary,  wildlife 
refuge,  wildlife  range,  game  range, 
wildlife  management  area,  waterfowl 
production  area,  or  for  lands  acquired  or 
reserved  for  the  protection  and 
conservation  of  fish  and  wildlife  that  are 
threatened  with  extinction,  or  which  are 
designated  as  rare  and  endangered 
species  by  the  Secretary,  or  under  active 
consideration  for  inclusion  in  such 
categories  as  evidenced  by  the  filing  of  a 
application  for  a  withdrawal  or  a 
proposed  withdrawal,  or 

(d)  Held  in  trust  or  restricted  status 
for  an  Indian  tribe  or  individual,  within 
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or  without  the  boundaries  of  an  Indian 
reservation. 

§  3250.6  Licenses. 

§  3250.6-1  Area  covered  by  license. 

(a)  The  area  approved  for  the 
proposed  power  plant  shall  be 
reasonably  compact  as  determined  by 
the  authorized  officer  and  shall  be 
limited  to  as  much  of  the  surface  of  the 
lands  applied  for  as  the  authorized 
officer  determines  necessary  for  the 
adequate  utilization  of  the  geothermal 
resources. 

Prior  to  commencing  any  surface 
disturbing  activities  related  to  the 
construction  of  a  power  plant  facility 
licensed  under  provisions  of  this 
chapter,  a  permit  to  construct  and 
operate  a  power  facility  shall  be 
obtained  from  the  Area  Geothermal 
Supervisor.  The  application  for  such 
permit  shall  be  filed  in  triplicate  with 
the  Supervisor,  as  provided  under  the 
regulations  set  forth  in  30  CFR  Part  270. 

§  3250.6-2  License  provisions. 

(a)  A  license  for  an  electical  power 
plant  shall  be  granted  for  a  primary  term 
of  30  years  with  a  preferential  right  to  a 
renewal  of  such  license  under  such 
terms  and  conditions  as  the  Secretary 
may  deem  appropriate. 

(b)  A  license  shall  include  such  terms 
and  conditions  as  the  authorized  officer 
determines  are  necessary  to  protect  the 
mineral,  environmental,  fish  and 
wildlife,  historical  and  scenic  or  other 
resource  values  of  the  public  lands. 

(c)  A  license  shall  require  a  copy  of 
any  utility  commission  license  or  other 
Federal,  State  or  local  license  or  permit 
that  is  applicable  to  the  proposed  power 
plant  to  be  furnished  prior  to 
commencement  of  any  activity  relating 
to  plant  operation. 

§  3250.6-3  Annual  rental. 

Rental  at  a  rate  to  be  determined  by 
the  authorized  officer  shall  be  paid 
annually,  but  in  no  event  shall  said 
rental  be  less  than  $100  per  acre.  The 
first  year’s  rental  shall  be  paid  to  the 
authorized  officer  before  issuance  of  the 
license  and  thereafter  the  rental  shall  be 
payable  annually  on  or  before  the 
anniversary  date  of  the  license.  The 
license  shall  provide  that,  beginning 
with  the  tenth  year,  the  rental  for  the 
lands  embraced  in  the  license  shall  be 
reassessed,  excluding  improvements  due 
to  development  of  the  geothermal 
resources,  at  the  discretion  of  the 
authorized  officer  upon  notice  to  the 
licensee,  but  not  more  often  than  at  10 
year  interv'als  thereafter,  except  in 
extraordinary  circumstances. 


§  3250.7  Bonds.  Bonds  shall  be  either 
corporate  surety  bonds  or  personal  bonds. 

(a)  Surety  bond.  The  licensee  shall 
furnish  and  maintain  a  surety  bond  of 
not  less  than  $100,000  conditioned  upon 
compliance  with  all  the  terms  and 
conditions  of  the  license.  The  amouilt  of 
the  bond  may  be  increased  at  any  time 
that  it  is  deemed  proper  by  the 
authorized  officer. 

(b)  Personal  bond.  In  lieu  of  a  surety 
bond,  the  licensee  may  submit  a 
personal  bond  accompanied  by  cash  in 
an  amount  equal  to  the  dollar  amount  of 
the  bond  or  negotiable  securities  of  the 
United  States  having  a  market  value  at 
the  time  of  the  deposit  of  not  less  than 
the  required  dollar  amount  of  the  bond. 

(c)  Obligations  under  bond.  The 
licensee  shall  comply  with  all  the  terms 
and  conditions  of  the  license  under  this 
subpart  and  shall  be  (1)  liable  for  all 
damages  to  the  lands  or  property  of  the 
United  States  caused  by  the  licensee  or 
his  employe.es  or  contractors  or 
employees  of  such  contractors,  and  (2) 
indenmify  the  United  States  against  any 
liability  for  damages  to  life,  person  or 
property  arising  from  the  occupancy  or 
use  of  the  lands  under  license.  Where  a 
power  plant  license  is  granted  under 
these  regulations  to  a  State  or  other 
governmental  agency  which  has  no  legal 
power  to  assume  such  liability  with 
respect  to  damages  caused  by  it  to  lands 
or  property,  such  agency  will  be 
responsible  for  repair  of  all  such 
damages. 

§  3250.8  Assignments  and  transfers. 

(a)  Any  proposed  transfers  in  whole 
or  in  part  of  any  right,  title  or  interest  in 
the  plant  or  facility  licensed  under  this 
subpart  must  be  filed  with  the 
authorized  officer.  The  application  for 
transfer  must  be  accompanied  by  the 
same  showing  of  qualifications  of  the 
transferee  as  is  required  of  the  applicant 
under  this  subpart,  and  must  be 
supported  by  a  stipulation  that  the 
assignee  will  comply  with  and  be  bound 
by  all  the  terms  and  conditions  of  the 
license.  No  transfer  will  be  valid  unless 
and  until  it  is  approved  in  writing  by  the 
authorized  officer. 

(b)  An  application  for  approval  of  an 
assignment  or  transfer  made  pursuant  to 
this  section  shall  be  accompanied  by  a 
non*refundable  fee  of  $50. 

§  3250.9  Relinquishment,  expiration,  or 
termination  of  license. 

(a)  A  licensee  may  surrender  a  license 
by  filing  a  written  relinquishment,  in 
triplicate,  in  the  proper  BLM  office.  The 
relinquishment  shall  include  a  statement 
as  to  whether  the  land  covered  by  the 
license  has  been  disturbed  and,  if  so. 


whether  it  has  been  restored  as 
prescribed  by  the  terms  and  conditions 
of  the  license.  The  relinquishment  will 
not  be  accepted  until  the  requirements 
for  reclamation  of  the  land  have  been 
met. 

(b)  A  license  issued  under  this  part 
may  be  terminated  by  written  order  of 
the  authorized  officer  for  any  violation 
of  any  applicable  regulation  or  any 
license  term  or  condition,  after  30  days 
notice.  However,  the  termination  shall 
not  take  effect  if  within  the  30  day 
notice  period  either  (1)  the  violation  is 
corrected  or  (2)  the  licensee  has 
commenced  in  good  faith  to  correct  the 
violation  and  shall  thereafter  proceed 
diligently  to  correct  the  violation  where 
the  violation  is  such  that  it  cannot  be 
corrected  within  the  notice  period.  If  a 
request  for  appeal  is  filed  within  the  30 
day  notice  period,  then  the  licensee 
shall  be  entitled  to  a  hearing  on  the 
claimed  violation  and  the  termination  in 
accordance  with  part  4  of  this  title.  In 
the  event  such  appeal  is  timely  filed,  the 
period  for  commencement  to  correct 
such  violation  shall  be  extended  to  30 
days  after  a  final  decision  is  rendered  if 
it  is  found  that  a  violation  exists. 

(c)  Upon  the  relinquishment , 
expiration,  or  termination  of  the  license, 
the  licensee  shall,  if  directed  by  the 
authorized  officer,  remove  all  structures, 
machinery,  and  other  equipment  from 
the  land  covered  by  the  license.  Any 
structures,  machinery,  or  equipment 
allowed  to  remain  on  the  land  shall 
become  the  property  of  the  United 
States  on  the  expiration  of  the  period 
allowed  for  removal  of  same.  Removal 
of  such  property  shall  be  at  the 
licensee’s  expense. 

(d)  The  licensee  shall,  for  a  period  of 
not  more  than  six  months,  maintain  any 
equipment  and  facilities  needed,  as 
determined  by  the  Area  Geothermal 
Supervisor,  for  the  protection  of  any 
wells  from  which  production  was  being 
utilized  by  the  licensee, 

(e)  Where  land  covered  by  a  license 
has  been  disturbed,  the  licensee  shall 
within  one  year  following  the 
relinquishment,  expiration,  or 
termination  of  a  license  issued  under 
this  part  restore  the  land  in  accordance 
with  the  terms  and  conditions  of  the 
license.  Additional  time  may  be  granted 
by  the  authorized  officer  upon  a 
showing  of  good  cause  by  the  licensee. 
The  bond  required  by  §  3250.7  of  this 
title  shall  not  be  released  until  the 
reclamation  has  been  completed  to  the 
satisfaction  of  the  authorized  officer. 

(Circular  No.  Z443| 

(FR  Doc.  79-10122  Filed  4-3-79;  8:45  am) 
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8 . 

. 20065 

12 . 

. 19374 
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. 20066 
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. 20066 
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20055 

19338 
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19427 
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19427 

19427 
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19427 
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13  CFR 

113 . 

. 20067 

Proposed  Rules: 

302 . 

. 19427 

14  CFR 

39 . 

. 19184 

71 . 

. 19185 

Proposed  Rules: 

39 . 

. 19205 

71 . 

. 19205 

Ch.  V . 

. 19206 

15  CFR 

275 . 

. 19383 

372 . 

. 20073 

375 . 

. 19383 

16  CFR 

13 . 

19304.  20074 

17  CFR 


200 . 

. 19106 

210 . 

. 19386 

211 . 

. 20075 

240 . 

. 19386 

270 . 

. 19307 

275 . 

. 19386 

Proposed  Rules: 

Ch.  II . 

. 20354 

18  CFR 

3 . 

. 20077 

35 . 

. 20077 

154 . 

. 19387 

157 . 

. 19387 

284 . 

. 20078 

207 . 

. 20070 

Proposed  Rules: 

Ch.  II . 

. 19206 

308 . 

. 20175 

19  CFR 

101 . 

. 19389 

20  CFR 

422 . 

. 20078 

675 . 

. 19990 

676 . 

. 19990 

677 . 

. 19990 

678 . 

. 19990 

679 . 

. 19990 

Proposed  Rules: 

404 . 

. 20179 

416 . 

. 20179 

21  CFR 

184 . 

. 19389 

193 . 

. 19186 

561 . 

. 19186 

Proposed  Rules: 

182 . 

. 19430 

184 . 

. 19430 
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186 . 19430 

310 . 19434 

314 . 19434 

413 . 19434 

510 . 19438 

808 . 19438,  19443 

884 . 19894-19970 

22CFR 

11 . '....19391 

51 . 19393 

24CFR 

200 . 19394 

841 . 20090 

1914  . 19397,20093 

1915  . 19399,  19400 

1 91 7 . 1 9400,  201 55-201 63 

Proposed  Rules: 

1917 .  20206-20219 

25  CFR 

41 . 19187 

43 . 19187 

26  CFR 

1 . 20078 

5 . 19190 

Proposed  Rules: 

Ch.  1 . 19284 

29  CFR 

2520 . 19400 

31  CFR 

51  . 19191 

226 . 19406 

32A  CFR 

134 . 19207 

33  CFR 

117 . 19192 

Proposed  Rules: 

Ch.  1 . 19207 

117 . 19208 

343 .  20350 

37  CFR 

Proposed  Rules: 

302 . 20220 

40  CFR 

52  . 19192,  20079,  20372 

65 . 20080-20082 

86 .  20084 

434 . 19193 

Proposed  Rules: 

52 . 20221,20372 

65 . 19208-19211,20222, 

20223,20225-  20227 
81 . 19212,  19213 

405  . 19214 

406  . 19214 

407  . 19214 

408  . 19214 

409  . 19214 

411  . 19214 

412  . 19214 

418 . 19214 

422 . 19214 


424 . 

427 . 

432 . 

41  CFR 

20 . 

101-47 . 

Proposed  Rules: 
101-20 . 

42  CFR 

2a . 

122 . 

...19214 

,...19214 

...19214 

...19194 

...19406 

...19443 

...  20382 
...19304 

123 . 

...19304 

43  CFR 

3250 . 

...20390 

Public  Land  Orders: 

5660 . 

...19406 

45  CFR 

228 . 

...20088 

602 . 

...19406 

Proposed  Rules: 

Ch.XIII . 

...19214 

46  CFR 

401 . 

...19360 

Proposed  Rules: 

401 . 

...19362 

402 . . : _ 19362 


48  CFR 


Proposed  Rules: 

15 . 

. 19214 

17 . 

. 19214 

24 . 

. 19214 

44 . 

. 19214 

49  CFR 

1033 . 19202,  19203 


50  CFR 

33 . 19407,  19408,  20089 

230 . 

. 19408 

Proposed  Rules: 

12 . 

. 20228 

654 . 

. 19444 

The  following  agencies  have  agreed  to  publish  an  This  is  a  voluntaiy  program.  (See  OFR  NOTICE 
documents  on  two  assigned  days  of  the  week  FR  32914,  August  6,  1976.) 

(Monday  /  Thursday  or  Tuesday  /  Friday). 
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DOT/COAST  GUARD 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/ASCS 

DOT/NHTSA 

USDA/ APHIS 

DOT/NHTSA 

USDA/ APHIS 

DOT/FAA 

USDA/FNS 

•DOT/FAA 

USDA/FNS 

DOT/OHMO 

USDA/FSOS 

DOT/OHMO 

USDA/FSOS 

DOT/OPSO 

USOA/REA 

DOT/OPSO 

USDA/REA 

CSA 

MSPB*/OPM* 

CSA 

MSPB* /OPM* 

LABOR 

LABOR 

HEW/FDA 

HEW/FDA 

Documents  normally  scheduled  for  publication  on  Comments  on  this  program  are  still  invited.  ‘NOTE:  As  of  January  1,  1979,  the  Merit 

a  day  that  wUI  be  a  Federal  holiday  will  be  Comments  should  be  submitted  to  the  Systems  Protection  Board  (MSPB)  and  the 

published  the  next  work  day  following  the  Day-of-the-Week  Program  Coordinator,  Office  of  Office  of  Personnel  Management  (OPM)  wM 

holiday.  the  Federal  Register,  National  Archives  and  publish  on  the  Tuesday  /  Friday  schedule. 

Records  Service.  General  Senrices  Administration,  (MSPB  and  OPM  are  successor  agencies  to 

Washington,  D.C.  20408  the  Civil  Service  Commissioa) 


REMINDERS 

The  items  in  this  list  were  editorially  compiled  as  an  aid  to  Federal . 
Register  users.  Inclusion  or  exclusion  from  this  list  has  no  legal 
significance.  Since  this  list  is  intended  as  a  reminder,  it  does  not 
include  effective  dates  that  occur  within  14  days  of  publication. 

Rules  Going  Into  Effect  Today 

12037  3-5-79  /  Interior/BLM — ^Lease  of  geothermal  resources 

12029  3-5-79  /  Treasury /Customs — Ports  of  entry  and  customs 

stations;  changes  in  the  Customs  field  organization 

Next  Week’s  Deadlines  for  Comments  On  Proposed  Rules 

AGRICULTURE  DEPARTMENT 

Agricultural  Marketing  Service — 

18513  3-28-79  /  Hops  of  domestic  production,  proposed  salable 

quantity  and  allotment  percentage  for  the  1979-80 
marketing  year,  comments  by  4-12-79 

Animal  and  Plant  Health  Inspection  Service — 

8271  2-9-79  /  Brucellosis;  comments  by  4-10-79 

Farmers  Home  Administration — 

8898  2-12-79  /  Recapture  of  Section  502  Rural  Housing  Subsidy; 

comments  by  4-13-79 

CIVIL  AERONAUTICS  BOARD 

7738  2-7-79  /  Aircraft  acquisition;  comments  by  4-9-79 

15733  3-15-79  /  Grant  of  authority  to  Director,  Bureau  of  Pricing 

and  Domestic  Aviation  and  Director,  Bureau  of 
International  Aviation  to  grant  or  deny  applications  for 
substitute  services;  comments  by  4-13^79 

COMMERCE  DEPARTMENT 

Maritime  Administration — 

11246  2-28-79  /  Construction-differential  subsidy,  standard 

contract  forms;  comments  by  4-10-79 

National  Oceanic  and  Atmospheric  Administration — 

7777  2-7-79  /  Endangered  species  exemptions;  comments  by  4- 

9-79 


17199  3-21-79  /  Fishery  management  plan  for  northern  anchovy, 

comments  by  4-10-79 

7708  2-7-79  /  Guidelines  for  development  of  fishery 

management  plans,  interim  regulations;  comments  by  4-9- 
79 

8905  2-12-79  /  Implementation  of  Fisherman’s  Protective  Act; 

comments  by  4-9-79 

Patent  and  Trademark  Office — 

59401  12-20-78  /  Advisory  opinions  on  validity  of  patents; 

comments  by  4-11-79 

COMMUNITY  SERVICES  ADMINISTRATION 

12708  3-8-79  /  Community  food  and  nutrition  program; 

comments  by  4-9-79 

CONSUMER  PRODUCT  SAFETY  COMMISSION 

12872  3-8-79  /  Cellulose  insulations;  interim  standard;  comments 

by  4-9-79 

12864  3-8-79  /  Cellulose  insulation;  amended  interim  standard; 

comments  by  4-9-79 

ENERGY  DEPARTMENT 

Economic  Regulatory  Administration — 

9372  2-13-79  /  Mandatory  petroleum  price  regulations. 

amendment  to  allocated  crude  oil  pricing  rule  effective 
February  1, 1979;  comments  by  4-13-79 

Federal  Energy  Regulatory  Commission — 

12432  3-7-79  /  Hydroelectric  projects;  comments  by  4-9-79 

ENVIRONMENTAL  PROTECTION  AGENCY 

13545  3-12-79  /  Air  quality  implementation  plans;  various  States; 
Louisiana;  comments  by  4-11-79 

13546  3-12-79  /  Air  pollution;  approval  of  delayed  compliance 
orders;  Maryland:  General  Refractories  Co.;  comments  by 
4-11-79 

6650  2-1-79  /  Light-duty  diesel  vehicles;  particulate  regulations; 

comments  by  4-9-79 

13547  3-12-79  /  Proposed  tolerances  and  exemptions  for 
pesticide  chemical  0,0-diethyl  0-{2-isopropyl-6-methyl-4- 
pyri-midinyl]  phosphorothioate;  comments  by  4-11-79 
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7718  2-7-79  /  Regulations  for  Model  Year  1979  and  later  NO, 

research  objective  programs  conducted  by  automotive 
manufacturers;  comments  by  4-9-79 

7780  2-7-79  /  Regulations  for  Model  Year  1980  and  later  NO, 

research  objective  programs  conducted  by  automotive 
manufacturers;  comments  by  4-9-79 

FEDERAL  COMMUNICATIONS  COMMISSION 

4502  1-22-79  /  Clear  channel  broadcasting  in  the  standard 

broadcast  band;  comments  by  4-9-79 

5163  1-25-79  /  FM  broadcast  station,  changes  in  table  of 

assignments;  Clinton,  Ark.;  comments  by  4-9-79 

10519  2-21-79  /  FM  broadcast  stations,  changes  in  table  of 

assignments;  Monroe  City,  Mo.;  comments  by  4-13-79 

FEDERAL  HOME  LOAN  BANK  BOARD 

15506  3-14-79  /  Federal  mutual  savings  banks;  comments  by  4- 

13-79 

10500  2-21-79  /  Operations;  amendments  relating  to  change  in 

Savings  and  Loan  Control  Act  of  1978;  comments  by  4-10- 
79 

FEDERAL  MEDIATION  AND  CONCILIATION  SERVICE 

14577  3-13-79  /  Health  care  industry  collective  bargaining 

disputes;  option  to  Select  Board  of  Inquiry;  comments  by 
4-12-79 

HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 

Food  and  Drug  Administration — 

7149  2-6-79  /  Electronic  products;  performance  standards; 

comments  by  4-9-79 

2932  1-12-79  /  Therapeutically  equivalent  drugs;  availability 

list;  comments  by  4-12-79 

9402  2-13-79  /  Sulfamic  acid;  affirmation  of  GRAS  status  as  an 

indirect  human  food  ingredient;  comments  by  4-13-79 

INTERIOR  DEPARTMENT 

Geological  Survey — 

8302  2-9-79  /  Geological  and  geophysical  explorations  of  the 

Outer  Continental  Shelf;  comments  by  4-10-79 

7980  2-8-79  /  Oil  and  gas  operations  on  the  Outer  Continental 

Shelf;  comments  by  4-^79 

National  Park  Service — 

11244  2-28-79  /  National  Capital  Parks  regulations,  applicability 

of  regulations;  comments  by  4-9-79 

Office  of  the  Secretary — 

7777  2-7-79  /  Endangered  species  exemption;  comments  by  4- 

9-79 

JUSTICE  DEPARTMENT 

Parole  Commission — 

12692  3-8-79  /  Parole,  release  supervision  and  recommitment  of 

prisoners,  youth  offenders  and  juvenile  delinquents; 
comments  by  4-13-79 

LABOR  DEPARTMENT 

Employment  and  Training  Administration — 

13188  3-9-79  /  Provisions  for  comprehensive  employment  and 

training;  comments  by  4-9-79 

Office  of  the  Assistant  Secretary  for  Labor-Management 
Relations — 

8293  2-9-79  /  Labor  Organizations  which  may  file  simplified 

annual  financial  reports;  comments  by  4^10-79 

8293  2-9-79  /  Responsibility  of  Labor  organizations  to  make 

available  to  members  information  contained  in  reports 
filed  with  the  Department  of  Labor;  comments  by  4-10-79 


METRIC  BOARD 

12690  3-8-79  /  Availability  of  information  under  Freedom  of 

Information  Act;  comments  by  4-9-79 

SECURITIES  AND  EXCHANGE  COMMISSION 

12202  3-6-79  /  Agency  transactions  by  affiliated  persons  on  a 

securities  exchange;  comments  by  4-13-79 
12204  3-6-79  /  Remuneration  permitted  affiliated  persons  of 

registered  investment  companies  acting  as  brokers  in  over- 
the-counter  transaction;  comments  by  4-13-79 
SMALL  BUSINESS  ADMINISTRATION 

15513  3-14-79  /  Small  business  size  standards  for  coal  mining 

Hrms;  establishment  for  purposes  of  federal  coal  land  set- 
aside  leases;  comments  by  4-13-79 

TRANSPORTATION  DEPARTMENT 

Coast  Guard — 

13543  3-12-79  /  Drawbridge  operation;  Coalbank  Slough  and 

Williamette  River,  Ore.;  comments  by  4-12-79 
Federal  Aviation  Administration — 

15731  3-15-79  /  Cambridge,  Nebr.;  transition  area;  comments  4- 

13-79 

11557  3-1-79  /  Chester,  S.C.;  alteration  of  transition  area; 

comments  by  4-9-79 
Federal  Highway  Administration — 

7979  2-8-79  /  Design  and  construction  standards  for  bikeway 

construction  projects;  comments  by  4-9-79 

TREASURY  DEPARTMENT 

Customs  Service — 

8276  2-9-79  /  General  Provisions;  change  in  the  field 

organization  of  the  customs  service;  comments  by  4-10-79 
Internal  Revenue  Service — 

7177  2-6-79  /  Income  tax;  refundings  of  industrial  development 

bonds;  comments  by  4-9-79 

VETERANS  ADMINISTRATION 

7745  2-7-79  /  Veterans  education,  proposed  regulatory 

development;  comments  by  4-9-79 

Next  Weeks  Meetings: 

AGRICULTURE  DEPARTMENT 

Farmers  Home  Administration — 

18035  3-26-79  /  Energy  Impacted  Area  Development  Assistance 

Program,  Denver,  Colo,  (open),  4-11-79 

ARTS  AND  HUMANITIES,  NATIONAL  FOUNDATION 

16503  3-19-79  /  Humanities  Panel,  Washington,  D.C.  (closed),  4- 

10  and  1-11-79 

14652  3-13-79  /  Music  Advisory  Panel  (Challenge  Grants) 

,  Washington,  D.C.  (closed),  4-10  and  4-11-79 

CIVIL  RIGHTS  COMMISSION 

17765  3-23-79  /  North  Dakota  Advisory  Committee,  Bismarck,  N. 

D.  (open),  4-11-79 

COMMERCE  DEPARTMENT 

National  Oceanic  and  Atmospheric  Administration — 
17544  3-22-79  /  Carribean  Fishery  Management  Council; 

Scientific  and  Statistical  Committee,  Puerto  Rico  (open),  4- 
9-79 

17544  3-22-79  /  Caribbean  Fishery  Management  Council;  St. 

Thomas,  Virgin  Islands  (open),  4-11-79 
13059  3-9-79  /  Mid-Atlantic  Fishery  Management  Council, 

Philadelphia,  Penn,  (open),  4-11-79 
15522  3-14-79  /  Pacific  Fishery  Management  Council  and 

Scientific  and  Statistical  Committee.  Portland.  Oregon 
(partially  closed),  4-11  through  4-13-79 
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DEFENSE  DEPARTMENT 

Air  Force*bepartment — 

18542  3-28-79  /  USAF  Scientific  Advisory  Board.  Hanscom  Air 
Force  Base,  Mass,  (closed),  4-12  and  4-13-79 

Army  Department — 

17207  3-21-79  /  Board  of  Visitors,  United  States  Military 

Academy,  West  Point,  N.Y  (open),  4-12  through  4-14-79 

18543  3-28-79  /  U.S.  Army  Medical  Research  and  Development 
Advisory  Panel  ad  hoc  Study  Group  on  Medical 
Entomology,  Washington,  D.C.  (partially  open),  4-12  and 
4-13-79 

Navy  Department — 

15757  3-15-79  /  Academic  Advisory  Board  to  the 

Superintendent,  United  States  Naval  Academy, 
Subcommittee  of  Secretary  of  the  Navy’s  Advisory  B<iard 
on  Education  and  Training,  Annapolis.  Md..  4-9-79 
Office  of  the  Secretary — 

15526  3-14-79  /  Defense  Science  Board  Task  Force  on  Enduring 

Strategic  Command  Control  and  Communications. 
Washington,  D.C.  (closed).  4-10  and  4-11-79 
16470  3-19-79  /  Defense  Science  Board  Task  Force  on  V/STOL 

Aircraft,  Phase  II,  Washington.  D.C.  (closed).  4-10-79 
11268  2-28-79  /  Department  of  Defense  Wage  Committee. 

Washington.  D.C.  (closed).  4-10-79 
ENERGY  DEPARTMENT 

Economic  Regulatory  Administration — 

17785  3-23-79  /  Fuel  Oil  Marketing  Advisory  Committee, 

Washington,  D.C.  (open),  4-10  and  4-11-79 
18258  3-27-79  /  National  Petroleum  Council.  Business 

Environment  Task  Group.  Houston.  Tex.  (open).  4-11-79 
Office  of  the  Secretary — 

12486  3-7-79  /  Northern  Tier  Study  Report.  Chicago.  11..  4-10-79 

12486  3-7-79  /  Northern  Tier  Study  Report.  Washington.  D.C..  4- 

12-79 

GENERAL  SERVICES  ADMINISTRATION 

17582  3-22-79  /  Regional  Public  Advisory  Panel  on  Architectural 

and  Engineering  Services,  Atlanta,  Ga.  (open).  4-10  and  4- 

11- 79 

17218  3-21-79  /  Regional  Public  Advisory  Panel  on  Architectural 

and  Engineering  Services,  Denver,  Colo.  (open).  4-11-79 

GOVERNMENT  PRINTING  OFFICE 

11612  3-1-79  /  Depository'  Library  Council  to  the  Pufilic  Printer. 

San  Francisco,  CA.  (open),  4-9  through  4-11-79 
HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 

Alcohol,  Drug  Abuse,  and  Mental  Health  Administration — 
12506  3-7-79  /  Interagency  Committee  on  Federal  Activ  ities  for 

Alcohol  Abuse  and  Alcoholism.  Washington.  D.C..  (open) 
4-10-79 

Assistant  Secretary  for  Education — 

17793  3-23-79  /  Federal  Education  Data  Acquisition  Council. 

Washington,  D.C.  (open),  4-10-79 
Education  Office — 

18114  3-26-79  /  National  Advisory  Council  on  Vocational 

Education,  Task  Force  on  Special  Populations  (open),  4- 

12- 79 

Food  and  Drug  Administration — 

17795  3-23-79  /  Consumer  participation,  Honolulu.  Hawaii 

(open^.  4-9-79 

16037  3-16-79  /  Dermatology  Subcommittee  of  the  Anti-Infective 

and  Topical  Drugs  Advisory  Committee.  Rot.kville.  Md. 
(open).  4-10-79 

Health  Resources  Administration — 

18114  3-26-79  /  National  Council  on  Health  Planning  and 

Development,  Agenda  Planning  Subcommittee  (open),  4- 
10-79 

Human  Development  Services  Office— 


15774  3-15-79  /  Model  Adoption  Legislation  and  Procedures 

Advisory  Panel,  Washington,  DC,  4-9  through  4-11-79 

National  Institutes  of  Health — 

16499  3-19-79  /  Clinical  Cancer  Program  Project  and  Cancer  ' 

Support  Review  Committee,  ^thesda,  Md.  (partially 
open),  4-9  through  4-11-79 

16499  3-19-79  /  Large  Bowel  and  Pancreatic  Cancer  Review 

Committee  (Pancreatic  Review  Subcommittee),  Dallas, 
Tex.  (partially  open),  4-11-79 

12108  3-5-79  /  National  Arthritis  Advisory  Board  and  various 

working  groups.  Arlington.  Va.  (open),  4-11  and  4-12-79 

Social  Security  Administration — 

17582  3-22-79  /  Advisory  Council  on  Social  Security, 

Washington,  DC  (open).  4-8  and  4-9-79 

INTERIOR  DEPARTMENT 

Land  Management  Bureau — 

12774  3-8-79  /  Carson  City  District  Crazing  Advisory'  Board, 

Reno,  Nev.  (open),  4-12-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house.  Green 

River,  Utah  (open),  4-10-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house.  Castle 

Dale,  Utah  (open),  4-11-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house.  East 

Carbon.  Utah  (open),  4-11-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house.  Loa. 

Utah  (open),  4-11-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house,  Moab. 

Utah  (open),  4-11-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house. 

Monticello.  Utah  (open),  4-11-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house. 

Blanding,  Utah  (open).  4-12-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house.  Price. 

Utah  (open).  4-12-79 

17597  3-22-79  /  Utah  wilderness  inventory,  open  house. 

Richfield,  Utah  (open).  4-12-79 

JUSTICE  DEPARTMENT 

Office  of  the  Attorney  General — 

18293  3-27-79  /  Puerto  Rico  District  )udicial  Nominating 

Commission.  Hato  Rey.  P  R.  (closed),  4-11-79 

MINIMUM  WAGE  STUDY  COMMISSION 
18305  3-27-79  /  Washington.  D  C..  4-10-79 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 

15544  3-14-79  /  Space  Science  Steering  Committee.  Venus 
Orbiting  Imaging  Radar  .Advisory  Subcommittee, 
Washington,  D.C.  (closed).  4-9  through  4-12-79 

NATIONAL  COMMISSION  ON  AIR  QUALITY 

15545  3-14-79  /  Effects  and  prevenlion  of  air  pollution. 
Washington.  D  C.,  4-9-79 

NATIONAL  SCIENCE  FOUNDATION 

17600  3-22-79  /  DOE/NSF  .Nuclear  St;ience  Advisory  Committee. 

Washington,  DC  (partially  open).  4-9  and  4-10-79 

NUCLEAR  REGULATORY  COMMISSION 

17838  3-23-79  /  Regional  State  Liaison  Officers'  Meeting.  Dallas. 

TX  (open).  4-11  and  4-12-79 

SMALL  BUSINESS  ADMINISTRATION 

17249  3-21-79  /  Region  1  Advisory  Council  Executive  Board. 

Boston,  Mass..  4-9-79 
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16526  3-19-79  /  Region  III  Advisory  Council,  Washington,  D.C, 

(open),  4-11-79  ^ 

16525  3-19-79  /  Region  V  Advisory  Council,  Columbus,  Ohio 

(open).  4-12-79 

15553  3-14-79  /  Region  VIII  Advisory  Council,  Denver,  Colorado 

(open),  4-12-79 

16525  3-19-79  /  Region  VIII  Advisory  Council  Executive  Board, 
Denver,  Colo,  (open),  4-11-79 

15553  3-14-79  /  Region  X  Advisory  Council,  Boise,  Idaho  (open), 

4-12-79 

STATE  DEPARTMENT 

Agency  for  International  Development — 

18314  3-27-79  /  Joint  Research  Committee  of  the  Board  for 

International  Food  and  Agricultural  development, 
Arlington,  Va.  (open),  4-10  and  4-11-79 

O^ice  of  the  Secretary — 

16990  3-20-79  /  Oceans  and  International  Environmental  and 

Scientific  Affairs  Bureau,  Washington.  D.C.  (open),  4-10-79 

TRANSPORTATION  DEPARTMENT 

Federal  Aviation  Administration — 

16526  3-19-79  /  Air  Traffic  Procedures  Advisory  Committee, 
Washington,  D.C.  (open),  4-9  through  4-12-79 

Federal  Highway  Administration — 

12793  3-8-79  /  Use  of  Citizens  Band  Radio  by  Commercial  Motor 

Carriers  of  Passengers  for  Hire.  Washington.  DC  (open).  4- 
10-79 

National  Highway  Traffic  Safety  Administration — 

15822  3-15-79  /  Symposium  on  Commercial  Truck  Exposure 

Estimates,  Washington,  DC  (open),  4-9  through  4-11-79 

VETERANS  ADMINISTRATION 

18131  3-26-79  /  Medical  Research  Service  Merit  Review  Boards 

(partially  open),  4-10,  4-12  and  4-13-79 

15828  3-15-79  /  Station  Committee  on  Educational  Allowances, 

Nashville,  Tenn.  (open).  4-10-79 

WORLD  HUNGER,  PRESIDENTIAL  COMMISSION 

17241  3-21-79  /  Domestic,  Agriculture  Policy,  Consumer  and 

Nutrition  Subcommittee,  Washington,  D.C.  (open),  4-11-79 

17241  3-21-79  /  Public  Participation  and  Communica.'ion 

Subcommittee.  Minneapolis.  Minn,  (open),  4-9-79 

Next  Week’s  Public  Hearings 

COMMERCE  DEPARTMENT 

National  Oceanic  and  Atmospheric  Administration — 

18539  3-28-79  /  New  England  Fishery  Management  Council, 

Portland,  Maine.  4-12-79 

18251  3-27-79  /  New  England  Fishery  Management  Council; 

plans  for  Atlantic  herring  fishery  of  the  Northwest 
Atlantic;  Rockport,  Me.,  4-9-79:  Gloucester,  Mass.,  4-10- 
79;  Galilee,  R.I..  4-11-79 

Patent  and  Trademark  Office — 

59401  12-20-78  /  Advisory  opinions  on  validity  of  patents; 

Arlington,  Va.,  4-11-79. 

[Corrected  at  44  FR  4733, 1-23-79] 

ENERGY  DEPARTMENT 

16546  3-19-79  /  Residential  Conservation  Service  Program,  New 

Orleans.  La.,  4-0  through  4-11-79 

HEALTH.  EDUCATION,  AND  WELFARE  DEPARTMENT 

Education  Officer — 

17582  3-22-79  /  President's  Commission  on  Foreign  Language 

and  International  Studies,  Raleigh.  N.C.,  4-12  and  4-13-79 
Office  of  the  Secretary — 


54698  11-22-78  /  Universal  Social  Security  Coverage  Study, 

Washington  D.C.,  4-13-79 

INTERIOR  DEPARTMENT 

I.,and  Management  Bureau — 

12458  3-7-79  /  Land  acquisitions  Billings,  MT.  4-11-79 

INTERNATIONAL  TRADE  COMMISSION 

12777  3-8-79  /  Sugar  from  Belgium,  France,  and  West  Germany, 

Miami.  Fla.,  4-10-79 

POSTAL  RATE  COMMISSION 

12306  3-6-79  /  Express  mail  metro  service,  1978,  Washington, 

D.C.  4-10-79 

PRESIDENTS  COMMISSION  ON  COAL 

18754  3-29-79  /  Seminar  on  Labor  Relations  organization  and 

Approaches  in  the  Coal  Industry,  Washington,  D.C..  4-12- 
79 

TREASURY  DEPARTMENT 

Internal  Revenue  Service — 

13043  3-9-79  /  Application  of  effective  date  provisions  of 

generation — skipping  transfer  tax.  Washington,  D.C..  4-10- 
79 

List  of  Public  Laws 

Note:  No  public  bills  which  have  become  law  were  received  by  the 

Office  of  the  Federal  Register  for  inclusion  in  today's  List  of  Public 

Laws. 

(Last  Listing  April  3, 1979] 

Documents  Relating  to  Federai  Grants  Programs 

This  is  a  list  of  documents  relating  to  Federal  grants  programs  which 

were  published  in  the  Federal  Register  during  the  previous  week. 

RULES  GOING  INTO  EFFECT 

18590  3-28-79  /  Commerce/NOAA — Coastal  zone  management 

program,  development  and  approval  regulations;  effective 
4-30-79 

19128  3-30-79  /  HEW/OE — Strengthening  Developing 

Institutions  Program:  for  effective  date  call  202-245-2418 

18958  3-30-79  /  USDA/FMHA — Rural  Development:  Area 

Development  Assistance  Planning  Grants;  effective  3-30- 
79 

DEADLINES  FOR  COMMENTS  ON  PROPOSED  RULES 

18448  3-27-79  /  DOE/ERA — Grants  for  Office  of  Consumer 

Services:  comments  by  5-28-79:  hearings  5-8  and  5-15-79 

APPLICATIONS  DEADLINES 

18626  3-28-79  /  HEW/HCFA — Health  financing  research  and 

demonstration  grants;  closing  dates:  6-4-79, 10-1-79  and 
4-7-80 

18738  3-29-79  /  HEW/HSA — Project  grants  for  hemophilia 

treatment  centers;  apply  by  6-1-79 

19039  3-3-79  /  HEW/NIE — National  Assessment  of  Educational 

Progress:  grant  competition;  apply  by  6-29-79  (hand 
delivery):  apply  by  6-23-79  (mail) 

18738  3-29-79  /  HEW/NIH — Research  grants  on  organizational 

processes  in  education;  apply  by  4-16,  8-15,  and  12-17-79 
and  4-14-80 

18914  3-29-79  /  HEW/OE — Bilingual  education;  coordination  of 

technical  assistance  by  State  educational  agencies; 
transmittal  of  applications  by  5-4-79 

18912  3-29-79  /  HEW/OE — Bilingual  education — elementary  and 

secondary  programs;  transmittal  of  applications  by  5-4 
and  6-1-79  (2  documents) 
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18913.  3-29-79  /  HEW/OE — Bilingual  education:  fellowship 

18915  programs:  transmittal  of  applications  by  ,‘>--1-79  |2 
documents] 

18915,  3-29-79  /  HEW/OE — Bilingual  education:  training 

18916  programs:  transmittal  of  applications  by  5-4  and  6-1-79 

18913,  3-29-79  /  HEW/OE — Bilingual  education:  support  services 

18917  programs;  transmittal  of  applications  by  5-4  and  6-1-79 

19143  3-30-79  /  HEW/OE — Strengthening  Developing 

Institutions  Program:  Funds  available  for  fiscal  year  1979: 
apply  by  4-30-79 

18562  3-28-79  /  HEW/OE — Veterans’  cost-of-instruction 

program — payments  to  institutions  of  higher  education: 
apply  by  5-16-79 

18747  3-29-79  /  Justice/LEAA — Solicitation  of  research  project 
proposals  on  utilization  of  physical  evidence  in  the  initial 
stages  of  the  criminal  process:  prelimianrv  proposals  by  5- 
1-79 

IMEETINGS 

18253  3-27-79  /  ACUS — Grants.  Benefits  and  Contracts 

Committee.  Washington.  D.C..  (open).  4-2-79 

19077  3-30-79  /  NFAH — Museum  Advisory  Panel,  Washington, 

D.C.  (partially  open),  4-17  and  4-18-79 

19077  3-30-79  /  NSF — Advisory  Council.  Task  Croup  No.  7. 
Washington.  D.C.  (open),  4-16  and  4-17-79 

19078  3-30-79  /  NSF — Integrated  Basic  Research  Advisory 
Subcommittee  of  the  Advisory  Committee  for  Applied 
Science  and  Research  Applications  Policy.  Washington, 
D.C.  (open),  4-17  and  4-18-79 

19077  3-30-79  /  NSF — Post-International  Phase  of  Ocean  Drilling 

Science  Advisory  Committee.  W'ashington.  D.C.  (partially 
open),  4-19-79 

Other  items  of  interest 

18114  3-26-79  /  HEW/ADAMHA — Employees  of  Evaluation 

Research  Group,  Inc.,  research  on  mental  health, 
authorization  of  confidentiality 

18054  3-26-79  /  HEW/HCFA — Medical  assistance,  financial 

assistance  and  social  services  programs:  research  and 
demonstration  grants:  withdrawal  of  proposed  rulemaking 

18498  3-28-79  /  HEW/OE — Indian  education,  interpretation  on 

how  to  apply  for  fiscal  year  1979  assistance  to  operate 
schools 

18748  3-29-79  /  Justice/LEAA — Appeal  of  .Nova  University  from 
denial  of  a  Law  Enforcement  Education  Program  (LEEP) 
grant.  Ft.  Lauderdale,  Fla.,  hearing  4-5-79 

19075  3-30-79  /  LSC — Grants  and  contracts:  Louisiana: 
comments  invited 

19076  3-30-79  /  LSC — Grants  and  contracts:  Utah:  comments 
invited 

18124  3-26-79  /  LSC — Grants  and  contracts  applications  under 

consideration;  written  comments  and  recommendations 
invited 

18129  '3-26-79  /  DOT/FAA — Airport  Development  Aid  Program; 

preapplications;  no  later  than  June  5  of  the  fiscal  year 


Just  Released 


CODE  OP  FEDERAL  REGULATIONS 
(Revised  as  of  July  1,  1978) 

Quantity  Volume 


Title  29— Labor 
(Parts  1920  to  End) 

Title  30— Mineral  Resources 
Title  32— National  Defense 
(Parts  590-699) 

Title  33— Navigation  and  Navigable  Waters 
(Parts  1  to  199) 

Total  Order  $ 


Price  Amount 

$5.25  $ _ 

6.25 _ 

4.50  _ 

6.25  _ 


{A  Cumulative  checklist  ofCFR  issuances  for  1978  appears  in  the  first  issue 
of  the  Federal  Register  each  month  under  Title  1.  In  addition,  a  checklist 
of  current  CFR  volumes,  comprising  a  complete  CFR  set,  appears  each 
month  in  the  LSA  (List  of  CFR  Sections  Affected)] 
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